Chief Officer 
2nd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 

2nd Officer 

Snr 3rd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Deck Cadet 

Deck Cadet 
Purser 


Staffordshire HI 


General Cargo - 10,515 d.w.t. 


Winter 1963 


(01/03/1964) 


Captain Cooper T 


Chief Eng Officer Little F 
Code J.F 2nd Eng Officer Willoughby R.S 
Dyer S.R 3rd Eng Officer Farrington A 
Reeves M.M 4th Eng Officer Scott R 
McLeod K 5th Eng Officer Barker J.E 
Martin L 6th Eng Officer Boyd A.R 
Case M.H 7th Eng Officer Foran J 
Hopwood W.S Electrical Officer Barrie B 
Moule L.A.E 
Carpenter Beatty W.R 
2nd Steward Roocroft G 
Autumn 1964 
(14/10/1964) 
Captain Cooper T 
Chief Eng Officer Little F 

Weir R 2nd Eng Officer Steven R 
Dyer S.R 3rd Eng Officer Crook W 
Tiller C.R 4th Eng Officer Craig C 
Case M.H 5th Eng Officer Sherman J.F 
Boreham J.C.P 6th Eng Officer Davies E 
Martin L 7th Eng Officer Shaw J.H 
Kendrick R.F.A Electrical Officer Barrie B 
Gibson S.H 

Moule L.A.E 


Carpenter Beatty W.R 
2nd Steward Roocroft G 





Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1965 


(15/11/1965) 


Captain Fitch N.F 


Chief Eng Officer Little 


Gowsell K 2nd Eng Officer 
Findlay J 3rd Eng Officer 
Scott H.A 4th Eng Officer 
Paulusz H 5th Eng Officer 
Wain Z.T 6th Eng Officer 
Malpass N.H 7th Eng Officer 
Jones M.A Electrical Officer 
Kumarasinghe K.R 


Bateman R.D 
Moule L.A.E 
Carpenter Beatty W.R 
2nd Steward Culpin H.R 





Spring 1966 


(01/05/1966) 


F 


Rowe J.D 
Scott R 
Findlay J.W 
Paulusz M 
Donohue J 
Edwards J.A 
Barrie B 


Captain Fitch N.F 
Chief Eng Officer Little F 


Mobberley D.H 2nd Eng Officer 
Marton C 3rd Eng Officer 
Kumarasinghe K.R 4th Eng Officer 
Hornby P.R 5th Eng Officer 
Langlands D.N.T 6th Eng Officer 
Cameron R.K 7th Eng Officer 
Unsworth E Engineer Cadet 
Moule L.A.E Electrical Officer 


Carpenter Beatty W.R 
2nd Steward Culpin H.R 





Smith K.S.T 
Craig C.G 
Powell R 
Moses R.T 
Jones F.W.H 
Ardern D.H 
Nixon P 
Pawson A.L 


Autumn 1966 


Captain Fitch N.F 
Chief Eng Officer Little F 





Carpenter Forster G 


2nd Steward Kimberley D 





Chief Officer Mobberley D.H 2nd Eng Officer Craig C.G 
2nd Officer Woodham R.M.S 3rd Eng Officer Powell R 
3rd Officer Weinham L.P 4th Eng Officer Grindlay R.M 
Deck Cadet Blunt K 5th Eng Officer Ardern D.H 
Deck Cadet Fyans C.W.A 6th Eng Officer Jones F.W.H 

Radio Officer Beyer C.L 7th Eng Officer Strasdin A.P 

Purser Moule L.A.E Electrical Officer Ryan A 
Carpenter Regan G.W 
2nd Steward Clarke N.F.B 
Spring 1967 
(20/05/1967) 
Captain Fitch N.F 
Chief Eng Officer Little F 

Chief Officer Mobberley D.H 2nd Eng Officer Hearn J.H 
2nd Officer Dyer S.R 3rd Eng Officer Powell R 
3rd Officer Gow P.D 4th Eng Officer Cowley J.A 

Deck Cadet Blunt K 5th Eng Officer Douglas A 
Deck Cadet Saunders N.E 6th Eng Officer Strasdin A.P 

Radio Officer Beyer C.L 7th Eng Officer Lewis D.S 

Purser Heaslip G Electrical Officer West D.S 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 

Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 

Assistant Purser 


2nd Officer 
Uncert Officer 
3rd Officer 

Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 

Assistant Purser 


Autumn 1967 


(21/11/1967) 


Captain Fitch N.F 


Chief Eng Officer Frost 


Egan J.F 2nd Eng Officer 
Coventry P.H.S 3rd Eng Officer 
Gibson S.H 4th Eng Officer 
Raeburn-Ward A.D 5th Eng Officer 
Parker M.A 6th Eng Officer 
Kunze A.R 7th Eng Officer 
Beyer C.L Engineer Cadet 
Cousins J.H Engineer Cadet 


Capes J.T Electrical Officer 


Carpenter Walker J.R 





Summer 1968 


(22/06/1968) 


Smith K.S.T 
Gresham W.H 
Stevenson W.A 
Mallon A.P 
Dodds P 

Roach A.J 
Webster A.D.L 
Lockie M 

West A.S 


Captain Fitch N.F 
Chief Eng Officer Holland D.A 
Chief Eng Officer Egan J.F 


Weinman L.P 2nd Eng Officer 
Howland P 3rd Eng Officer 
McCall A.P 4th Eng Officer 
Turnbull D.A 5th Eng Officer 
Kunze A.R 6th Eng Officer 
Beyer C.L 7th Eng Officer 
Ravera R.F Engineer Cadet 


Capes J.T Engineer Cadet 


Electrical Officer 


Carpenter Roberts W.N 


Gresham W.H 
Grindlay R.M 
Stevenson W.A 
Fines | 

Nash B.E 
Rothwell M.W 
Lockie M 
Mullaly A.E 
West A.S 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 


Autumn 1968 


(01/12/1968) 


Captain Young A.E 
Chief Eng Officer Frost B 


Griffiths D.A.G 2nd Eng Officer 
Weinham L.P 3rd Eng Officer 
Kendrick R.F.A 4th Eng Officer 
Wood B.A 5th Eng Officer 
Magner J.R.P.V 6th Eng Officer 
Beyer C.L 7th Eng Officer 
Callon J Engineer Cadet 


May D.W Engineer Cadet 


Carpenter Wattrett K 





Summer 1969 


(30/06/1969) 


Forster T.H 
Grindlay R.M 
Stevenson W.A 
Fines | 
Rothwell M.W 
Jones T.J 
Ephgrave R.E.L 
Rowland S.W 


Captain Sheldrake L.H 
Chief Eng Officer Shears J.D 


Routledge J.D 
Weinman L.P 
Kendrick R.F.A 
Carmichael |.D 
Moore A.M 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 
Carpenter Miller A.J 
Serang (Deck) Rahman F 
Serang (Engine) Mitra S.K 





Ellis J.W 
Thompson R.J 
Jones T.J 
Oates J 
Mather D.G 
Atlkinson S 
McAteer G 


Winter 1969 


Captain Sheldrake L.H 


Chief Eng Officer Holland D.A 


Chief Officer Railton W.A 2nd Eng Officer Pearson I.A 
2nd Officer Coventry P.H.S 3rd Eng Officer Swift J 
3rd Officer Gibson S.H 4th Eng Officer Lane T.M 
Deck Cadet Mawford S.| 5th Eng Officer Mather D.G 
Deck Cadet Morris R.A 6th Eng Officer Whalley T.J 
Radio Officer Beyer C.L 7th Eng Officer Hickin A.T 
Purser Reed A Engineer Cadet Hartley M.R 
Assistant Purser Bristow K.R Engineer Cadet Hague J.R 
Electrical Officer Moat M.R 


Serang (Engine) Mitra S.K 
Cook Gomes J 
Storekeeper Nabi N 





Summer 1970 


(01/07/1970) 


Captain Mills M.C 
Chief Eng Officer Pearson W.E 


Chief Officer Coventry P.H 2nd Eng Officer Sykes B 
2nd Officer Wilkinson J.K 3rd Eng Officer Paulusz M 
3rd Officer Soe AM 4th Eng Officer Lane T.M 
Deck Cadet McMahon M.T 5th Eng Officer Whalley T.J 
Deck Cadet Stewart R.| 6th Eng Officer Marsden B.H 

Radio Officer Beyer C.L 7th Eng Officer Talbot A 

Purser Turner J.H Engineer Cadet Johnson D.T 
Assistant Purser Barraclough J.L Electrical Officer Lee M.C 
Head Motorman Swe C 
Bosun TinM 
Carpenter Hanley F 
Cook ThanM 


Head Steward MyinH 





